


















Small Wall Clock 


Requires a 2 3/4” Clock insert. 
The hole is 2 3/8” Diameter 
Woodcraft Model # 142320 





All stock is 1/4” Thick 




























All stock is 1/4” Thick 
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After you assemble the top, bottom and sides 
just glue the dial to the front of the clock. 



Cut it small and sand to a tight fit. 
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